STATE  COUNCIL  OF  CIVIL  DEFENSE 
MAIN  CAPITOL  BUILDING 
HARRISBURG,  PENNSYLVANIA 


September  11,  1952 

INFORMATION  CIRCULAR  NOo  30 
IMMEDIATE  RELEASE 


STATE  CIVIL  DEFENSE  TRAINING  CENTER 


1.  The  State  Council  of  Civil  Defense  has  established  a Civil  Defense 
Training  Center  in  Abington  Township,  Montgomery  County,  just  north  of  Philadel- 
phia. 

2.  The  new  Training  Center  will  be  the  headquarters  for  all  the  State 
Council's  training  activities. 

3.  All  correspondence  and  inquiries  covering  the  State  Council's 
training  program  should  be  addressed  to: 

Colonel  Edwin  H.  Feather,  Training  Director 

State  Civil  Defense  Training  Center 

Ogontz  Center,  Montgomery  County 
i Pennsylvania 

Telephone:  Turner  0301 

U.  For  the  present,  two  principal  types  of  training  will  be  offered 

at  the  Center,  namely: 

(a)  Rescue  Training  — Instruction  in  basic  rescue  techniques 
including  "household  firefighting",  will  be  presented  in 
a five-day  course. 

Persons  completing  this  course  will  be  prepared  to  or- 
ganize rescue  teams  and  conduct  rescue  training  in  their 
home  communities. 

(b)  Warden  Training  — ■ Instruction  relating  to  the  warden's 
duties  and  organization  of  the  warden  service  mil  be 
presented  in  a two-day  course. 

Individuals  completing  this  course  will  be  prepared  to 
act  as  warden  training  instructors  in  their  own  civil 
defense  organizations. 

Both  courses  of  instruction  will  include  lectures,  demonstrations  and 
actual  practice  sessions.  Detailed  descriptions  of  the  two  courses  are  attached. 

5.  Rescue  and  warden  training  courses  are  open  to: 

(a)  Pennsylvania  men  and  women  who  are  enrolled,  or  are 
interested  in  enrolling,  in  County  and  Local  Civil  De- 
fense Organizations. 

(b)  Pennsylvania  men  and  women  employed  by  public  utility 
companies,  hospitals,  hotels,  manufacturing  concerns, 
office  and  apartment  building  operators,  construction 
and  wrecking  firms,  mining  companies  and  all  other 
organizations  with  a direct  interest  in  civil  defense. 

(c)  Limited  numbers  of  individuals  from  immediately  adjacent 
states  who  conveniently  can  be  accommodated  in  regularly 
scheduled  courses  and  whose  attendance  shall  be  approved 
by  the  Director  of  Civil  Defense  of  the  State  concerned. 


Inf  oration  Circular  No*  30  (Con't*) 


6*  The  schedule  of  courses  to  be  offered  at  the  Center  through  Novem- 
ber l£,  19£2  is  as  follows? 


Monday,  September  29,  thru  Friday,  October  3 - Rescue 
Monday  and  Tuesday,  October  6 and  7 - Wardens 

Thursday  and  Friday,  October  9 and  10  - Wardens 

Monday,  October  20,  thru  Friday,  October  2h  - Rescue 
Monday  and  Tuesday,  October  27  and  28  - Wardens 

Thursday  and  Friday,  October  30  and  31  - Wardens 

Thursday  and  Friday,  November  6 and  7 - Wardens 


In  addition  to  the  rescue  and  warden  courses  listed  above,  a special 
women's  course,  or  courses,  stressing  welfare  activities  will  be  held  during 
the  period  Monday  through  Friday,  November  10  - lU*  Full  details  concerning 
this  instruction  will  be  furnished  at  a later  date* 


7.  Individuals  desiring  to  enroll  for  the  courses  listed  above  are 
invited  to  make  request  for  admission  to  the  Training  Director,  through  their 
Local  or  County  Civil  Defense  Directors*  (If  an  individual  is  for  any  reason 
unable  to  apply  for  admission  through  his  Local  or  County  Director,  he,  or  she, 
may  make  application  directly  to  the  Training  Director  at  the  Center* ) 

8*  All  requests  for  admission  to  courses  of  instruction  offered  at 
the  Center  should  contain  the  following  information: 

(a)  Name  of  applicant * 

(b)  Address  (both  home  and  business)* 

(c)  Telephone  number  (both  home  and  business)* 

(d)  Present  civil  defense  assignment  (if  any)* 

(e)  Desired  course  of  instruction  (rescue  or  warden)* 

(f)  Preferred  dates  of  attendance. 

9o  Applicants  accepted  for  enrollment  promptly  will  be  notified  of 
their  acceptance  and  provided  xjith  detailed  information  concerning  reporting 
time  and  date,  and  other  essentials*  A copy  of  each  acceptance  notice  will 
be  furnished  to  the  County  or  Local  Civil  Defense  Director  concerned* 

10*  There  will  be  no  charge  for  the  training  courses  offered  at  the 
Center*  In  addition,  the  State  Council  of  Civil  Defense  will  without  charge 
provide  individuals  falling  into  class  (a),  Paragraph  5,  above,  with  room  and 
board  during  the  period  of  their  attendance. 

11*  Students  falling  into  class  (b).  Paragraph  5,  above,  will  be 
charged  for  room  and  board  at  the  rate  of  $£.00  per  day  per  individual,  to  be 
paid  at  the  time  of  registration  at  the  Center* 

12*  Students  falling  into  class  (c).  Paragraph  £,  above,  will  be 
charged  for  room  and  board  at  the  rate  of  $£*00  per  day  per  individual.  In 
addition,  they  will  be  charged  a registration  fee  of  $£.00  per  individual  for 
the  Warden  Course  and  $10.00  per  individual  for  the  Rescue  Course.  All  charges 
are  payable  at  the  time  of  registration  at  the  Center. 

13 o All  individuals  taking  courses  at  the  Center  must  make  their  own 
arrangements  for  travel  to  and  from  the  school.  The  State  Council  of  Civil 
Defense  is  not  in  position  to  reimburse  students  for  such  traveling  expenses. 

Hi.  The  Training  Center  is  open  for  inspection  at  all  times.  All 
persons  interested  in  civil  defense  cordially  are  invited  to  visit  the  rescue 
training  grounds  to  observe  the  instruction  being  given. 


Richard  Gerstell 

RG:mfr  Director  of  Civil  Defense 


Enclosures 


. 

' 


. 


I 


• # 

STATE  COUNCIL  OF  CIVIL  DEFENSE  TRAINING  CENTER 
OGQNTZ  CENTER,  PENNSYLVANIA 

WARDEN  SERVICE 
Instructors  Course 
111  Hours 

FIRST  DAY 

1st  Period 

Mission  and  Organization  of  the  Warden  Service. 

2nd  Period 

The  Warden  Service  ’’The  Big  Picture”.  Survey  of  principle 
duties  and  responsibilities  of  the  Warden  Service,  Control 
Center,  Controller,  Damage  Control. 

3rd  Period 

Danger  of  Modem  Warfare  Chemical,  Biological,  Radiological, 
Blast,  and  Fire. 

.’4th  Period 

The  Warden  Post  - Post  Headquarters.  Organization,  equipment, 
log  book,  bulletin  board,  communi cation. 

5th  Period 

Reconnaissance  and  Report  Form  - Forms  in  General. 

6th  Period 

Practical  Work  on  Reconnaissance  and  Reporting. 

7th  Period 

Evacuation  - its  problems  - cooperation  with  other  services. 
Relation  with  neighboring  posts. 

1st  Might 

Optional  - showing  of  available  CD  films  particularly  suited 
for  Warden  Trainers. 

SECOND  DAY 

1st  Period 

The  Household  Registrar  - Demonstration  and  Practical  Vfork. 

2nd  Feriod 

Education  of  the  Householder: 

Self  Survival,  Utilities,  Shelters,  Air  Raid  Yfarn- 
ing  System,  Advice  to  Owners  of  Animals,  Rescue, 
First  Aid. 

3rd  Period 

Picture  Firefighting  for  Householders.  Short  talk  on  fire  - 
Issue  of  personal  equipment;  coveralls,  helmet,  tools,  etc. 

Uth  Per:,od 

Demonstration  - different  type  fire  extinguishers  - The 
four  man  stirrup  pump  team. 

5th  Peri  od 

Participation  in  fire  fighting. 

6th  Period 

Participation  in  fire  fighting. 

7th  Period 

Participation  in  fire  fighting. 
Turn  in  equipment. 

Departure. 

Digitized  by  the  Internet  Archive 

in  2016 


https://archive.org/details/statecivildefensOOstat 
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,TE  COUNCIL  OF  CIVIL  DEFENSE  TRA 

OGONTZ  CENTER a PENNSYLVANIA 


CENTER 


RESCUE  SERVICE 
Instructors  Coups* 
hO  Hours 


Subjects 

Organisation  of  Rescue  Service  and 
Rescue  Crew  and  Team.  Vehicle  * 
vehicle  equipment , vehicle  drill. 

The  elements  of  building  construe® 
tiorio  Types  of  buildings.  Bomb 
damage  and  effects  on  types  of  con- 
struction. Forms  of  collapse , pan- 
caking s voids * etc.  Recognition  of 
dangerous  structures. 

Practical  knots*  lashing*  stretcher 
lashings*  lifting  and  lowering 
casualties*  improvisation,.  Using 
faked  casualties. 

Use  and  care  of  small  tools*  their  use 
in  confined  spaces  and  with  artificial 
lighting. 

Ropes  and  pulleys*  cables  and  chains* 
their  use*  care*  handling,  and  storage. 
Application  of  knots*  lashing*  reeving 
of  tackle*  etc.  in  rescue  work. 

Ladders  ® types * care  of*  handling  and 
erecting.  Use  of  ladders  for  reconnais- 
sance and  rescue  work  generally. 

Derricks*  etc*  and  practice  in  erecting 
them*  their  use  and  practical  application 
in.  releasing  trapped  casualties. 

Principles  of  levering  and  jacking, 
levers*  jacks*  their  application  and  use. 

Emergency  handling  of  casualties. 
Stretcher*  imp revisions  lashing  to 
stretchers*  marking  of  casualties. 

Approach  to  incident  and  stages  of 
rescue j reconnaissance  in  rescue $ 
dealing  with  lightly  trapped | calling 
and  listening  periods $ release  of 
trapped  persons  $ dangers  in  unsafe 
buildings | searching  and  marking  of 
buildings. 

Shoring  of  damaged  buildings . 

Rescue  from  heights  and  basements, 
lowering  and  raising  casualties. 
Improvised  methods,  chain  knots, 
lashed  stretchers,  etc.  using 
ladder 3 rope*  and  tackle. 


Type  Instruction 

Lecture 
Demonstration 
Practical  Work 

Lecture  - demonst- 
ration with  models, 
charts,  and  film 
strips.  Inspection 
of  type  construction. 


Practical  Work 


Demonstrati  on 
Practical  Work 


Demonstration 
Practical  Work 


Demonstration 
Practical  Work 


Demonstration 
Practical  Work 


Demonstration 
Practical  Work 

Demonstration 
Practical  Work 


Demonstration 
Practical  Work 


Practical  Work 

Demonstration 
Practical  Y/ork 


Hours 

1 

2 

2 
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Monday  Evening 

Wednesday  Evening 
Thursday  Evening 
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ubjects 


Type  Instruction 


Breathing  apparatus;  care,  storage, 

USCo 


Lecture 
Demonstration 
Practical  Work 


Qxy  - acetylene  cutting;  apparatus, 
use  and  care,  assembly,  precautions 
in  handling,  cutting  and  dismantling,, 


Lecture 
Demonstration 
Practical  Work 


Practical,  handling  casualties  over  Practical  Work 

debris,  in  awkward  situations,  over 
gaps,  walls  etc,,  through  voids, 
loading  into  ambulances „ 


Tunnelling,  and  strutting,  use  of  small  Practical  Work 

tools  in  confined  spaces,  use  of  voids, 
by-passing  obstacles o Debris  clearances <, 

Selective,  systematic,  and  generals 


Fighting  of  fire  with  hand  equipment 0 Demonstration 

Incendiary  bomb,  etc0  Practical  Work 


Optional-showing  of  motion  pictures  available  for  Civil  Defense 
training* 

Optional-conference  on  training  methods-use  of  visual  audio  aidSo 

Demonstration  arid  practical  problem  on  rescue  and  fire  fighting  ® 
instruction  and  students  working  as  a rescue  team. 
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